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SD&DS-A-69 
12 April 1972 


UNITED STATES I N T F t r t n 

INTELLIGENCE BOARD 

INTELLIGENCE INFORMATION HANDLING COMMITTEE 

Syst em Design and Development Subcoswo tta„ 

agenda 

Meeting Wednesday, 26 April 1 Q 7 2 , 133n 
Room 7D64.CIA Hg Q 

l ' 5£5S.° f MinUteS ° f Sixt y -Seve nth and Sixty-Eighth 
BSf?ng r £y e gif ent ° ata Ma "^en,e„t System (MIDMS) - 

Departmental th^Ilmy 1 In tin ° f Staff for Intelligence, 
(OACSI IDHS) Status of ' Development Ce p Da ta Handlin 9 System 

Edward W. Blanchard. elopment— Presentation by Capt. 

• Proposed Standards Submitted by Standards Panel. 

• Other Business. 
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Distribution List 

SD&DS Members 
IHC Members 
R&DS Members 
Standards Panel 
COINS Project Manager 

Charrman, E S TS, CSS, IGCP Ad Hoc Panels 
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